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PART IH 


Stores Purchase 


Health Services Department 

TENDER NOTICES 

(1) 

No. B3-3125/2011/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of two Dialysis machines for use in Medical College 
Chest Hospital, Mulamkunnathukavu. Details regarding 
the procedure can be obtained from this office during 
working hours. 

Estimated Cost— 12,00,000. 

Earnest Money Deposit—1% of the total amount. 

Cost of tender form: 

Original— 1,800 + 4.04 % VAT. 

Duplicate— 900 + 4.04 % VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender form— 
12-8-2011, 2 p. m. 

Date and time at which tender forms will be 
opened—12-8-2011, 2.30 p. m. 


Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
50 worth Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society of 
Medical College Chest Hospital, Mulamkunnathukavu will 
make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

fflfflOJUlc9S)K53 <ScftiO(B<3S3 6MD6TajJCSfflOCOOaDJnJ(.«»1cQ)l6)ej 
cu)d»oej 1 <Tu 1 cru a»]6m1glGm<0®o<uaa^aooQ> 2 (uicmoeilcrblcru 
6)2>nSd°laD2cft>a3 afltroosmo o^c^janQ toil on oral 
3(3<^ejoarujca><A cMdsrolajjfflc&oggjarnj. si (.njoj^raralfflco) 
0\)o6Tll 011)1^)33 Oj1(/8(30oU863T3C/5 gD© 650a£l1crulRS8 ODlODJo 
(.nJQJ^raiml 3l(U(TU63r3glRS8 C3T3Olcffi0QJJCm«r)0STf). 

rares&raS «s)jc9>— 12,00,000. 

<T>1ffl«5X.r3<u^o—raras&roS «njca>c®j6)s 1 %. 

oiS^ejoch) (SoDOORSTOilfflag oiler 
raracnxaS— 1,800 + aiob. 

cru ’ o 










- 900 + CUOO. 

b(3^£io<tu Ctioaoo oileinja) snjsssBjcm anloatrol— 

22-7-2011. 

i3(3(i£jO<Tu GoDODo nilelojcn rare oj(ruocr)1 < 06 ) 2012 
(wltrsrailcffijo cruacffiajjo— 2 - 8 - 2011 , 4 2 ) 6 rril. 

Q(3^ejocru (Sareooo arujlcftrelcsrajcm rareojcruom railcQKmlasjo 
cruacssrujo— 12 - 8 - 2011 , 2 216 ml. 

3c3<ieiocnj GaDooo raijocsojam ra/toratojo croffloaiaijo— 
12-8-2011, 2.30 216ml. 

(TUO(S833(5)1<0> (TUot933d1nJ«5KU2o Ojlej COlejOIOOO^o <3(216)0 

csqj6)o cru2K3<jjl(Sc96)6rBra)2o rareejorarroni ar)1®o<03(o1<06)2(rr>(5)2 
2106 m. 50 (raraa3n_i«j>) ajleico^gg <3<0>reg 2)2LBnJL<5)(5i5)1(53 si 

Lnjnj^rare)lc 06 )j 2 i 2 onj <03ffloo1<3£j(36)o_|<3S6ne «j) 06 m. 6)2iniilmjc03gj6)S 

(5)^nj (5)1<03®2)3(S2) 6i6)c032iogfujo (.njfu(3raK5imcftai2ira)C!C»2o 

ail ei coil ojratml orail mjc ere nSdo s> 21 cu)l < 06 ) ra3 (3<0>o<3g83 
ram6mij(SfflO(Xiocrejnj(.®ilOTJ®s ail <03 <tu m aoenglraS cnlanr) 
rare; 02 ) 0)1 O)jc03 raremjaj3lt96)jamo)06m. B(5c*£jO(ru2' ft > tr 3 

cruj1c03(Dlc96)jamo)1mjo m1fflo<fl3re1c06)jcmo)1mj2ijgg rareuilAoao 
rare)crejnJt.o)1 cru]t.nJ6nelra8 cril<03Sdlnj(5)2)O6if). 

( 2 ) 

No. B3/3143/2011/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of one Electrolite Analyser for use in Biochemistry lab 
attached to Medical College Chest Hospital, 
Mulamkunnathukavu. Details regarding the procedure can 
be obtained from this office during working hours. 

Estimated Cost— 2,25,000. 

Earnest Money Deposit—1% of the total amount. 
Cost of tender form: 

Original— 500 + VAT. 

Duplicate— 300 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender form— 
12-8-2011, 2 p. m. 

Date and time at which tender forms will be 
opened—12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
50 worth Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 
of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

6)2)OJL>1<06)(53 <3<0>O(3gS3 6)m6TajjefflOCOOCrejnJ(.«5)1(S2)l6)ej 
6mecMO6)c032)1cTULSl ei06TUl(Sejc96)0ajcre^210<S2) 63®2 6D£J<£bGLS06)6)£ig 

rare ao 6) 6) ei <tu (3 ai1®)06mo 6 )ujc§> 2 <m rail moo®) 2 )j(.saj^j 
3dS<T£J0 (TUJ <0>a3 <03H6rT)1 6 )< 0 >O ggj cmj. si (."JOJ 2,(513)16) (52) 

(ruo6njaru)1n-])3s aflcreBOocre63T3a3 g)(D 650n£)1aru1ra3 cnlamjo 
lpjai^raT5)1 3laicru63Bg1(58 rarea1(52)oajjcm(5)06m. 

raresaraS ($)]&,— 2 , 25 , 000 . 

m1ffl(5)L3ai^o—raresaraS (5)jc03C52)j6)s 1 %. 


B(3^ejocru (tad00(515)16)nij ailej: 
rarecruraS— 500 + aiob. 

cru o 

o_lc&>(3oJ- 300 + QJOO. 

all O 

B(3<iei0(ru CnOOOo OjlejnJO) (5)JS63BJ(m ®)1cs2)(5)1— 
22-7-2011. 

3 {3(iejoaru (SaDooo afleiajco rare ajcruocnl <06) 2012 

(5)1(52)(5)1(52)Jo <TU2K52)(UJo-2-8-2011, 4 2)60)1. 

3(3neiocru esanooo cru/l<03®1<06)2(n) rareajcruom (5)1<X2>(5>1(5)>2o 
<TU2K52)ajJo-12-8-2011, 2 2)60)1. 

B(3<iei0<TU (BaDOOo (5)JOc06)JCm (5)1(52) (5)1(52)2° 01)21(52)0120 - 

12-8-2011, 2.30 2)60)1. 

(TU 0(3833 (5)1 <03 (ruoc033dlaj(5)aijo OllOI COlejOJOfflQIJo (3016)0 
<3016)0 (TU 2) (3 ajl (3 <06)603(5)20 (313 £J 0 (515) OJ m1(DO<03(Ol<06)J(m(5)2 
2)060). 50 (rarea3nJ(m) ailejOTJgg (S<03(5g 2)2LOnJ(ra2(515)1(53 si 

t,<3jai^(5i5)1<06)22)2a)j <03®oo1(Bei(36)n_|(BS6iTg(5)O6if). 6)2)<33d1m2<03gj6)s 

(5) (5)1 <03 0 2) 0(52) 6) 6) <03 2) 0 O 012 o LoJai(3(515)Cl)<0iH2)(5)(52)2o 

6)2)CU)1<06)(53 (S<03O(3gSJ 6)0)612212 
<3000)0(re2nJt.(5)1(52)26)S Oil<03<TUma£)6Og1(53 0)1(12) rare)(53>(5)l6)(lg (5)2<03 
rarem2ai3l<06)2(m(5)O6O). B(8oeiooi)2<03«3 (ruj1<03o1<06)j(m(5)1mjo 
m1oo<03o1<06)j(m(5)1m22)2gg rarecbl^oao rare>cre2oJt.(5)1 (rujCojenelraS 
COl<0ad1oJ (5)2)060). 

( 3 ) 

No. B3/3145/2011/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of one Flame Photometer for use in Biochemistry lab 
attached to Medical College Chest Hospital, 
Mulamkunnathukavu. Details regarding the procedure can 
be obtained from this office during working hours. 

Estimated Cost— 60,000. 

Earnest Money Deposit—1% of the total amount. 

Cost of tender form: 

Original— 400 + VAT. 

Duplicate— 200 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender form— 
12-8-2011, 2 p. m. 

Date and time at which tender forms will be 
opened—12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
50 worth Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 
of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

6)2)01)1 <06X53 <3<0)O<3gSJ 6) O) 61221J (8® 00) 0 052 oJ(. <5)1 <52)16) 

6111 <3 (52) 06) <03 2)1 <TU (Si OJ 0 612)1 (3 £1 <06)0 (11052,210(52) 63fflJ o06)g(52)1o 
(3a£)0(S§02)1g(3 Oj1(5)ffl61Do 6) nJ 2 (ID (5)1 0) 0 (52)1 2)2(.BajiJ 


adSf^ejo cruj <&,ui .saisml ^ s>da>o ggj cmj. si l<tJoj v,cokwH6>qq> 
(ruosnjcau1ii-|]39 Qi1aD30oa363i3«3 g>(D 630n£)1m)l853 mlcrnjo 
(.njnj^Rsrml 3laim)63i3g1(53 rareotocxujmiasxierf). 

rares ®>853 anjA— 60,000. 

cr)1ffl(mt.3aj^o—rares&asS 8S)jtft.cr»jfls 1 %. 

Q(3aejoom csaxaooRsrmlfflag nil&i: 
raraarussS— 400 + cuoo. 

cru o 

oJdEb(8oJ- 200 + OJOO. 

aJ o 

3(3<iejocru CaDOOo crileirucn 8njs63T3jfm railoaasil— 

22-7-2011. 

[3(3(i£jocru GciDODo aileiojcn rare m odd ml c96) jam 
8»1tn)C5i1cn)jo aruacmaj^o— 2 - 8 - 2011 , 4 2 ) 6 nil. 

i3«k*ejocn) enDooo <Tuj 1 ca.o 1 c 0 ffljfm rareaiciDom asilcoiasitojo 
cruaoffiajjo— 12 - 8 - 2011 , 2 2 i 6 m 1 . 

r3dS<i£iocru Gnreooo KnjOtesijcm as/toasiloffljo cruacoirujo— 
12-8-2011, 2.30 fflSTDl. 

(TuoeffijCfnlA cruocMd1ru«»(Ujo crilei cnleioioacujo eoifflo 
eoifflo cruacScjjlecOfflSTBcmjo raraejoraimaj CDlfflOca.o 1 ces) 2 cm«D 2 
ao6m. 50 ((3raa3nj«y>) ajleicQijgg (Bca>s>g 2)2i3nj(85i8585)1a53 si 
Cf^ai^ajTOilcOOjaijfnj cOjfflooleeKSsiijjcssnetmosnr). 6i2in3riai2(ftig26)s 
rai^nj ®)1 eft. a a 0 <r» 6i6)c03i2ogaJ2o an cMd2HB) as 2 o 

aileitnilrajesasiltrsasilmjeirentio 6> 21 obi (06X38 (BACKBgss 6)0D6T3 uj 
efflocooa8jnJL«5)1<i»js)s ni1c03(Tucna£i6ri§1«53 crilcm rarejcoissitociji asijcaj 
c3ra(Djaia1c8S)jaD8no6rD. 3(8neiocrujoa,t^ auild^ralcseijmiasilaijo 
(DlfflOtft.altSOjcnxoilciDjiajgg rareuilc&orao rare)(/D2n-il.®>1 ODjipJsnglasS 

(DlcftadlnJ 8512106110. 

(4) 

No. B3/3146/2011/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of five ECG machines for use in Medical College Chest 
Hospital, Mulamkunnathukavu. Details regarding the 
procedure can be obtained from this office during 
working hours. 

Estimated Cost— 1,50,000. 

Earnest Money Deposit—1% of the total amount. 

Cost of tender form: 

Original— 400 + VAT. 

Duplicate— 200 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender— 
12 -8-2011, 2 p. m. 

Date and time at which tender forms will be 
opened—12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
worth 50 Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 
of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 


The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

85)1,0^2(3 6)2)01)1(06)853 Gc&OGgSS 6) 0161&12 (B 8) 0 010 OSJ 

nJ i 85)100)1 (B£J(06) 00100^210 CO) 5 g). 01)1. gfl. 6)2)n3d1ai2c&>(/3 
aj1a5)ffl6TDo 6inj(§>2cma5)1mocQ>1 2)jtf3Qi^j rasS^ejocrojcfticri caadsml^jj 
6)<ft>0gg2OT>2. si lp-lfUi<tSK5)l6)<S» (nio6T11(TU)1ii-|i99 Clil(/330od36313u3 
gDO 630aDlcnil853 OllODJo LnJ ®J2 <313)1 fll <U (ID 6313 gl 853 
rareoltmotujanDasioerf). 

rares®>853 asijtft.— 1 , 50 , 000 . 

crila>85>t(3ai^o —raras&asS anjcOatnijeis 1%. 

fl(3>^ejomj Gci00085T!5)l6)a3 ailei : 

(31301)853— 400 + aiob. 

cru o 

nJ<ft>(3aj- 200 + CliOO. 

3(3^ejocni eadooo culeirucn asijseaBjcm asilonasil— 
22-7-2011. 

3(3^001) GaDooo (ulefnjcn rare oicruo ml cS6i j mo 

anlcmasitojo m^asenjo— 2 - 8 - 2011 , 4 2 ) 6 m 1 . 

3(3^001)' cru j lea. ®1 c06) jcm rarecuoDoco railcojanloxjo 
01)2KS5)OJ2o—12-8-2011, 2 216ml. 

3(3<^eiocru asijocseijcrn asftoastojo croaxmaijo—12-8-2011, 

2.30 2)6m1. 

ODoeffijaniA ODotMdltija5)OJ2o crilei mleioioraojjo eoi6)o 
(1016)0 01) 2) (3 ri_|1(B (06)611385) Jo (315 £J 0 8585) OJ ml 8) 0(0,8)1(06) 201)85)2 
2 ) 06111 . so (rareo3nJ85i22io(.8r)o) oilenmjgg Gca>a>g 

2)J(.3nJ(.85)8585)1(33 Si (oKU^ <385)1(06)2212011 (0> (3 0 Ol (B £1 (3 6 ) it_| (B S 6TI3 
85)0611). 6)2)olllm2(ft)g26)S 85) 2 ciJ 85)1(03 8) 2)00!) 6)6)c0i2)OgO12o 

(.nJOJ(3a585)mc0ill2ia5)(!C!)2o Oil£KQ)1(3J 8585)1(0)85)lm2(B(/5o3do 6)2)01)1(06)853 

(Bca> 0 (Bgs 6 )m 6 iaii 2 eaxioxioajoJiebloQiJffls ojlca.oi)m d£6nela53 cnlon 
(313) <0)85)16) og 85)J(01 (313 m 20131(06) JOT) (3)06111. 3 (3 o&l 0 01) J (0 j </3 
m)il(0,8)1(06)2mia5)lm2o ml8)Ocft>e)1(06)2Oii85)1m22)2gs rarecnl^offlo 
(313)(13JnJ(.85)1 01)J(nJ6ng1(33 m1c0i3dl(iJ(3)21O6ni. 

(5) 

No. B3/3147/11/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of three Endoscopy Biopsy Forceps to Gastroentrology 
Department attached to Medical College Chest Hospital, 
Mulamkunnathukavu. Details regarding the procedure can 
be obtained from this office during working hours. 

Estimated Cost— 80,000. 

Earnest Money Deposit—1% of the total amount. 

Cost of tender form: 

Original— 400 + VAT. 

Duplicate— 200 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender— 
12-8-2011, 2 p. m. 

Date and time at which tender forms will be 
opened—12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
worth 50 Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 


of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest 
Hospital, Mulamkunnathukavu holds the right to defer or 
to reject tender. 

a a ojdI <as> (08 G<a>0Gg83 SHnsraujcsraocnooDj 
nJ(.«5)1<2)l6)£1 tn^OCTUGlSO n<j)a3cBlSOgS3l 011 (300) (313)1 GQJ <06)0 
cutra^ffloas 3 n^ea^ocrucscftOajl 6rue<mordcnil Cnoo^fflcruru 
amjcSjaS ajlcD)06mo fluj^aTKOTlcnocon 221 / 301 ^] (3(3<ieioa))2<0>(/3 
cM36TT)1^|2Oc9j0ggjaDJ. Si (0-1(31^(015)16) (2) <TUo6m<TU)1-Q_p39 
Oil M QOo <786313 <J& gDO 63 0 afl 1 (33)1 (03 ODlcmjo (.nJ 01 , 1 , (015)1 
Glajcn)63T3g1«53 c3Tdol<s2)oajjanDffl)06rn. 

rares&raS ( 0 ) 2 <ft>— 80 , 000 . 

a)1ffl(3)(f3an,o—rardsaroS ®)jca>(i»j6)s 1 %. 

3 ( 3 (^jocru QnnooRsrm1ff)n3 culm : 
raramxaS— 400 + aioo. 

(TO O 

oj<0>(3aj- 200 + OJOO. 

B^nejocru cscioooo aileinjci) (tojssarajcm (5)l2)«5)1— 

22 - 7 - 2011 . 

ocB^eiocn)' (SdOooo (ulejojcn rare ai anomic 2 cm 
«nl<r»ra)l(i»jo cruacfficujo— 2 - 8 - 2011 , 4 26 rril. 

racB^eiocru crojlca.ffl1c96)jcm carscncru 0 cn (5)l2)co)1<2)2o 
crufflocerijjo— 12 - 8 - 2011 , 2 26 ml. 

BcJaejocru 8S)jOc9S)jcm (mtocnlcQijo cruaKrenijo— 12 - 8 - 2011 , 

2.30 2613)1. 

cruoearaflcai cruodOfldlnjraxujo cnj6m cnlejajoaojjo goj6)o 
g anno cn^sSojlG^enera^o raremoraisxn a)1oo<ft,ra1<s6)jam8j)j 

20613). 50 (rai8Cl3oJ(3)220(.(3)o) Oj1ejCS3)Jgg G<0><8g 

22(.raoJ(.C0)(313)1(53 Si (oJ Oil, (513)1 <06)2 22 C3U <a>®30lGej(36)n_jGS6TTe 

ffl) 06 rn. 6)fflna3°l(n2cft)gj6)s (5)2aJ(0)1<fti(820<2) 6)6)c&)fflogojjo 
(.nJOKBotnxDcMiacoitrDjo ojlmcsxIojflsrrolcacnlmjGaanado 6)2(u>1<06)(53 
G<ft>0Ggs3 6)OD6iaj2 GfflocnouajrULroil^Jffls ojlca.crucn o£)6ng1co3 cnlcrn 
card) co) (5)1 6) ci^ ro)j<fl> caracnjojaltseijcmcaiosn). 3c3f'£ioci))2<&><o3 
(Tuj°l<fl3(3lcS6)j(mOT)1cnjo (n1aoca>ffl1<s6)janD«5)1cn2i22gg rareu)1<ft,ooo 
(3ta)C®jnJL«hl crujLnJsrelroS <3)1<0i3dloJC5)2O6rn. 

( 6 ) 

No. B3/3148/11/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of two Non-Invasive Ventilators to Pulmonary Department 
attached to Medical College Chest Hospital, 
Mulamkunnathukavu. Details regarding the procedure can 
be obtained from this office during working hours. 

Estimated Cost— 4,00,000. 

Earnest Money Deposit—1% of the total amount. 
Cost of tender form: 

Original— 800 + VAT. 

Duplicate— 400 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender— 
12 -8-2011, 2 p. m. 


Date and time at which tender will be opened— 
12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted, 
separately and if obtuse will be rejected. An agreement in 
worth 50 Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society of 
Medical College Chest Hospital, Mulamkunnathukavu will 
make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

cm^uajdS 6)2cu)1<06)(53 Gc&OGgss 6)co6im2G(80(no<702oj(.(5)l2)l6)£j 
aDJO<TUG<ft>oaDGfflO(X) mleocncsrsflGeic 06 )ooja 8 ^ao(!C» 2 cscno6n3- 
gDaaeaicn/’loj 6)aiaijlGejgo2<ft>c/3 ai1(3)06i))o 6)iijc^2cm®)1a)ocn>1 
ajtoojij B(8‘‘>£iocn)3ca>o3 c 0 m 6 m 1 ^|jacft)Oggjcn) 2 . si (.ojoj^ottotIsociq) 
(ruo6m(ru)1ii-|)99 ai1o8(30oa863T3o5 gom 630nn1cn)1«s8 ablcm^o 
(.njai^carml ralajcn)63i3g1(o3 rareotoocujcmanoen). 

(318S80>(53 ®)Jcft>- 4,00,000. 

cnlraaniBai^o—rardsaroS ®)jca>(2)j6)s i%. 

odS^eiocru Gaoooraioftoaij ailej : 
raremxoS— soo + oiob. 

(TO O 

oJc0d(5oJ - 400 + CUOO. 

oil o 

odSoeiom) eaoooo oileinjcn «5)js63rajcn) (mien;rail— 
22-7-2011. 

3 c3 <T£J 0 <TU GoOOOo OlleioJO) (318 OJ 03) 0 0)1 <06) J (TO 

(a) 1 < 2 )®) 1 (i»jo cruacDJcujo— 2 - 8 - 2011 , 4 26 rr> 1 . 

radS^ejocru (n)j1ta>ffl1ce6)j(m rareaicruocn «5)1c2)(a)1<2)jo 
cruaoceajjo— 12 - 8 - 2011 , 2 26 ml. 

3 ( 3 <ieioon) 8 j)jOc 96 ) 2 (m antoraitojo cruaoaajjo—12-8-2011, 

2.30 2613)1. 

cn)oea>«5)1ca> cruocaflflojcoiaijo ailei cdlmajooajjo goj6)o 

G 016)0 Cn)2(3ri : |lGce6)6n§«5)Jo (318 ei 0(313)01 (1)1®O<ft,alc06)jnD«5)2 
20613). 50 (c3iaa3nJ85)220(.«J)o) OlleidDJgg G<0>(8g 

22(.(3oJ(.C0)(513)1(03 Si (.07012,(513)1 <06)222(331 <0>®OOlG£J(36)n_|GS6n3 
(0)0613). 6)2rm1<3)2cft)gJ6)S (5)2,oJ (5)1<fti®202) 6)6><0)2OgaJ2o 

(.nJOJ(3raro)C3)c0iil2®)C2)Jo Ol1ei(2)10J(3iro1c2){!J)1(3)2G(/8nado 6)2(U)1c06)(O3 
G<0>OGgss 6X3)612112 G®0d)0<702oj(.(5)l2>26)s oilc&cruco o£)6ne1ra3 oblono 
(313) <2)0)16) ag (5)2<0> (318 0)20101 <06)2 03) 0)0613). Bc3^ejOO))2<0jO3 
o3)j1<03o1<06)2O3)O)1o)jo o)1ao<a>o1<06)2O3)O)1o)222gg ore cnl < 0,000 
(313)COJnJLO)1 03)2LnJ6ne1o3 <3)1<0iHloJCO)2O6I)). 

(7) 

No. B3/3150/11/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of one Defibrillator cum Pacer for use in Medical College 
Chest Hospital, Mulamkunnathukavu. Details regarding 
the procedure can be obtained from this office during 
working hours. 

Estimated Cost— 4,00,000. 

Earnest Money Deposit—1% of the total amount. 

Cost of tender form: 

Original— 800 + VAT. 

Duplicate— 400 + VAT. 

Date from which tender form sale commences— 
22-7-2011. 


Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender— 
12-8-2011, 2 p. m. 

Date and time at which tender will be opened— 
12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted 
separately and if obtuse will be rejected. An agreement in 
worth 50 Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 
of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

rai^oaj(3 6)i2aju1cea«53 ecftioegs racnsi&jjcBraoaiocrajaJtroil 
cmlG£jc9®o<uaa^2iOQC» araj cu)lae1t6nj1<sejg(8 ao GnJcrudS 
ajiraxasmo 6>£ij(§>janD8rri(D0(!Q)1 ajtBojij a^<^ejoaru2<ft,<A cMJsrrilajj 
6)ca>oggjcmj. si cruosrurrujl^ijgg cu1aoBOoao63i3c/3 

6 D 89 63 0 ao 1 cru 1 o 8 cnlcmjo (.njaj^rar®! 3 loj(ni 63 Bg 1 ra 8 
(3T3Olc!C!)0QJjaDCm06rn. 

rarasaraiS raijcft.— 4,00,000. 

Crila« 5 )L 3 CU^o-( 3 T 3 S ®>«53 O)Jcft)CQ)J0S 1 %. 

odSaejocru csaDoocairolflna oiler 
raiaaroraS— soo + ojoo. 

cro o 

o_Ic 0 d( 8 qJ- 400 + OJOO. 

(3 o 

(Saoooo culejnjfn (mjs 63 BjcnD railcrsrail— 

22 - 7 - 2011 . 

GcSaeiocru encooo culeiojcn raraaicruoooltMjcm 
railimraileffljo cniaofflojjo—2-8-2011, 4 asrril. 

BdSaeiocri) csnjaooo cn)j1<ft.ffllc0S)jcm raraojoroocn railcmraitojo 
cniacojojjo—12-8-2011, 2 arabl. 

B( 5 neioom raijocosijcrri raitorailcffijo cniamjojjo—12-8-2011, 

2.30 216 ml. 

cnioea>railc&> cniocMilajraiojjo oilej crilejojoraojjo <joj6io 
erufflo cn)ffl(3o_|1(Sc9ffl6re«r)jo raiaejorarenoj (Tilraoc&ralcesijarriraij 
aosrn. 50 (rajnj raraailnjraijaotraio) ojlejcrajgg e<ft>rag 
ajtOnJtrairareiilroiS si (.nJOJirowflcosiJBJttij (feraoolcsejcSranjcsssrB 
raiosrr). aanadlcnjcOjgjras rai^rJrailcOjraacicffl 6i6i<ft>aogojjo 
Loj(U^rarer)(r)cMdfflra)c®jo gOnjjrurajrarenlcffirailcnjeaarado raacujldasiraiS 
(Scfcoegs fflODsrmjjcBfflocooaajoJt.railcQ)j6is oil<ft>cniai a 06 ne 1 ra 8 oilcri) 
rare) w rail 6> ri3 ra)jc&) rarecnjojrilcOSijanriraionTi. i3(3<^eiocrujcft.<A 
rruj1ca>ra1c9S)janDra)1(njo afl®o<ft,ra1c9S)jaT)ra)1(r)ji2)jgg ratau)1<ft >000 
raiajcrojoJtOTil (rujtoJsrelraS ailcMdlajraiaci6rf>. 
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No. B3-3151/11/MCCH. 23rd June 2011. 

Sealed competitive tenders are invited for the supply 
of One Hand Echo Machine for use in Medical College 
Chest Hospital, Mulamkunnathukavu. Details regarding 
the procedure can be obtained from this office during 
working hours. 

Estimated Cost— 5,00,000. 

Earnest Money Deposit—1% of the total amount. 


Date from which tender form sale commences— 
22-7-2011. 

Last date and time for issuing tender form— 
2-8-2011, 4 p. m. 

Last date and time for receiving tender— 
12-8-2011, 2 p. m. 

Date and time at which tender will be opened— 
12-8-2011, 2.30 p. m. 

Technical bid and price bid has to be submitted. 
Separately and if obtuse will be rejected. An agreement in 
worth 50 Kerala Stamp Paper has to be executed before 
effecting the supply. The Hospital Development Society 
of Medical College Chest Hospital, Mulamkunnathukavu 
will make the payments after satisfactory installation and 
working from the HDS funds. 

The Superintendent, Medical College Chest Hospital, 
Mulamkunnathukavu holds the right to defer or to reject 
tender. 

ra a ojdI css) ra3 ecftOffiga SKn6rajjcs®ouioaa2nj(.®)i™i 
(sei^oaiaa^aocn) nooci^ siaora3cui ng)( 8 c 06 )o 6ian9dlcr3 oilrairasrno 
®nj<3>jaDra)1(no(i»1 Bdi^eio anj da>«3 <Md6m1^|j 

®c9>oggjcmj. si cruosrucruilii-|i33 oilc/aBOoaa63Bo3 

eg'D 630nn1cru1ra8 cnlcmjo (.njoi^rareal Bloj(ni63Bg1ra3 
raTaolOTomjanraM6if>. 

rarasaraS raijcft— 5 , 00 , 000 . 

crilaraiLBOJ^o —rarasaraS ra)jtft.cr»j6is 1 %. 

BdSaeiocru ennooratmlrana oiler 
raracruraS— 1,000 + ojoo. 

cro ’ o 

o_Ic0d(8qJ- 500 + OJOO. 

nil O 

8(3 ri ejO(T\) Gcicooo ojlejnjcn raijs63Bjcm railcmrail— 
22 - 7 - 2011 . 

BcSaeiocru etiflooo culeiojcn raraoicruocnlceffljcm 
railccsraitojo cruacmojjo— 2 - 8 - 2011 , 4 aGrril. 

a (8 <^ei o cru crrulchoices)jcm raraoicruom railaurailcffijo 
(Tuacoxujo— 12 - 8 - 2011 , 2 arabl. 

(3(5 a eiocna raijocoffljcm rail w rail caijo cruaaDoijo— 12 - 8 - 2011 , 
2.30 a6rnl. 

cnioea>railca> cniocMilajraiojjo oilej crilejojoraojjo csturao 
eojfflo cniac3(T_|lec06)6rBrai2o raraejoraresioi (nlraoc&ralceojanraij 
aosrn. 50 (®jnj raracrinjraijaotraio) ojlejcrajgg Gc&>rag 
ajL^rUtrairarenlraS si tn-ifui®r®1<e® jsjam cairaaoleejcSanj 
essn§rai 06 nb. sianulcnjcejgjas rai^njrailedraaocra 6i6icaiaogojjo 
LoJOJcSrarenaicftadaraicffijo go^jojajrarmlcojrailcnjeaarado 6iacuil(esira3 
(8ca>0(8gs3 fflcnsimjjcB®ouiot®joJt.railcQ)j®s oil<ft>miai a06ne1ra8 oilcri) 
rare; w rail 6i o3 raijcft raracnjojalcosijcniraicimi. i3(3<^eiocrujcft.<A 
mulcft>ra1c9Sijcnirail(njo fn1®o<ft,®1c0Sijfmrailcnjajgg rarauilcfcorao 
raja)trail (rujtoJsrelraS ailc&i3d1ojraiaosrn. 

Office of the Superintendent, (Sd.) 

Mulamkunnathukavu, Thrissur. Superintendent. 


Cost of tender form: 

Original— 1,000 + VAT. 
Duplicate— 500 + VAT. 


TENDER NOTICE 


No. A5-1340/2011. 25th June 2011. 

Sealed tenders are invited for the supply of 
Electrolyte Analyzer and Reagents to the Laboratory for 
the year 2011-12 superscribing Tender No. 1/2011-12 
addressed to the Superintendent, Government Mental 
Health Centre, Thrissur. 

EMD— 3,000. 

Cost of tender form: 

Original— 600 + VAT 12.5%. 

Duplicate— 300 + VAT 12.5%. 

Date and time of sale of tender form will be started 
from—18-8-2011, 11 a. m. 

Date and time of sale of tender form will be closed— 
24-8-2011, 3 p. m. 

Last date and time for receipt of tender— 
26-8-2011, 11 a. m. 

Date and time of tenders will be opened—26-8-2011, 
11.30 a. m. 

Every tender should be accompanied by an Earnest 
Money Deposit of 1% of the toal cost of tendered items 
with an agreement in Kerala Stamp Paper worth 50. The 
successful tenders should execute an agreement with 
security deposit as per rules (5% of the total cost). The 
list of items with specification can be collected from this 
office along with the tender form. 

Further details, if any, required can be had from this 
office during Office hours. 

<Tuc8d3€>0(3 ao(n(Tu1ca)0(Sfflocr)i(B<ft)(.cT3C3iro1eejceffl 
6D£jc0b<s(so6)fflejg raraoDDfflejcruojo, ejOCTifleejteo njffllGoaocjucn 
cns(!5T5)jcm ‘ol n^ssoScrujo’ 2011-12 aruoaurarrolca) oidlniKOirolraS 
Qi1«»ffl6mo ffliucgqancffilciD (rooroSrijffliajggcnffllraa mien) 
fflS6rrgojc9>u3 cMd6m1^jjfflca>oggj(rnj. 

6)S6neo1ffla$ njjocatm arucStesiodS 0omcnjlca>o<3oou)iCBc&>ia3o, 
®U(®(3-4 rara)<sej6naDo @iije<§>srT3®i06rf>. 

ablfflOTIlQOJio- 3,000. 

odirieioanj Ganooraimlsxii) culm : 

raracruraii— 600 + oioo 12 . 5 %. 

(TO O 

— 300 + oioo 12 . 5 %. 

6)S6nec3 Gnuooo fflcftosjcesijanD toil<r»rail<r»jo anacoioijo— 
18 - 8 - 2011 , 11 fflsml. 

osS^eioara cBaOooo oilraSojcn rare 01 cruo ml < 96)3 am 

OTlIcOKWlcffiJo (TUaCQJQIJo-24-8-2011, 3 0611)1. 

6)S6nec3 eje1csce®6ng rareoianocn railcmrailcQijo anacoioijo— 
26-8-2011, 11 0611)1. 

6)S6TI§c 3 ffDJOcOffljem ®l1cn)85)l<I»jo CrU2KS3)(UJo-26-8-2011, 

11.30 0611)1. 


6)S6neo1ea)06)S0o_|o sifflorairoojIeKrDjffis 1 % n®(m crilOcOSilraS 
mloaniooi^o 6)ca>§l6)cu<i»{Sce«)sn§®)jo 50-6ia$ ajconJiatirarenflraS 

<&>oo(3 cn«53cscft)Sn§«5)ji2i0 6rn. anil eft, ol^j 6)ssneoj<ft>ooa3 
6)cn)ca>^ffllg1 5% oancBojocnilg annolraio <9,00(3 ana(3<jjl(Bca6)6iig 
oiosrn. 

Government Mental Health Centre, (Sd.) 

Thrissur. Superintendent. 

TENDER NOTICE 

No. S2-13659/2011. 14th June 2011. 

Sealed tenders in the prescribed forms are invited for 
the supply of Inj. Antihaemophilic Factor VIII 
(Monoclonal filtered) 150 Vials of the Medical College 
Hospital, Kozhikode. 

Superscription Tender Number should be specifically 
noted—No. S2/13659/11. 

Price of tender (in duplicate) ST Cash only/Money 
Order— 1,125. 

Date and time of close of sale of tender forms— 
8-8-2011, 3 p. m. 

Last date and time for receipt of tender— 
10-8-2011, 5 p. m. 

Date and time for opening of tender—11-8-2011, 
12 Noon. 

Date upto which rates are to be firms—31-10-2011. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode-8. 

More details can be had from this office. 

(Sc9>oipl(BcS6)os 6>iacuj1c8S)Ks3 (Bcfcoegss cma)aajoJLO)l<i»leej<flo 
gD(l383<fli9d03 (3T3)CT§1 aDlcBaOnbleilcft nnOc0bO(3 VIII (<300(8611)0 
<3<9.0STDo8 a£)1 K)3<3O(3Ol) ) 150 OlCffio3<TU 011(3)0611)0 

6Y> O 7 

Oiijcgjancffilcn mlaa/lrai GoreooraioilraS anlraS 6)n_ia»(3) 

6)S6neoj<ft>c/5 <9fl46rnL-p6)<9,033)ai)i. 

6)S6ng(3 cars wwsq jam ca.ruolcnjggloS 6)S6iis(3 mrrusS 
r^j)(Ti)2/13659/11 r^OT) Ol^<9(D)a0CI!)1 c9306rn1ajlo1(3<96)6rig(3)06n). 

6)S6neol6)o^ oilei soAon raras<e6)o— 1 , 125 . 

6)S6n§c3 fincooo oilraScaojcro rareoianocn railooxDilc’ffljo 
anamioijo— 8 - 8 - 2011 , 3 06 ml. 

sssrec3 ca.1c§sn§ rareoianocn railroxoilaiijo anamioqo— 
10 - 8 - 2011 , 5 asml 

6)S6iB(3 6)ojog1ces)jcm railooxoilaDjo anaroxiijo— 11 - 8 - 2011 , 
12 0614)1. 

6)S6n§o1«53 njocnijcm a)1(0c9S)jcft,u3 t<^-i 0 stu corml 
eilolGca6)6ne oiloaxml— 31 - 10 - 2011 . 

6)56113(3 GoOOOo <9.1 §201) (5) Jo oJjrala-p-aJ 
rare<r»<i» Gces) 6 reta)j 0 ocQ) oileioctno—anji.nJ6ffe, 6)acu)1<96)ra3 

<3c9,0<3gSS C3ia)C/8JrLJt.«S)1, <3<9>0S>1<3c96)0S. 

cftqsjcmraS rul 010631303 gam rare; no 1 mil ra3 cnlcmjo 
eie1c96)jcnD®)06rn. 

Medical College Hospital, (Sd.) 

Kozhikode-8. Superintendent. 


